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THE BONNET VISE AND TOOL 00., {Limited.) 


BO HUEY’S HEW PATEHT 

Rapid Transit Yise* 


THIS CUT SHOWS THE STATIONARY BOTTOM VISE. 



We feel warranted in making the assertion that this is a better Vise 
than any now in the market. It is less complicated than any other 
Rapid Transit Vise. It is extra strong and durable. The sliding bar 
is of cold rolled steel and heavy. The screw is of steel and extra heavy, 
also the rack and pawl. The bearings inside the jaws fit perfectly the 
whole length on the slide (instead of a small portion at either end, like 
other makes) and are hardened. The jaws are of best cast steel and are 
interchangeable. It can be opened or closed by a simple pull or push 
of the hand, then tightened by a slight turn of the screw. There is 
absolutely nothing about it liable to get out of order more than any 
ordinary Vise. 

Bonney Rapid Transit Yise Co* 
3130 Chestnut St., 


PHILADELPHIA, PA. 


Proprietors .-—John B. Newkirk, O. W. Ritchie, 1. R. Newkirk. 
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PRICE LIST. 

BONNEY’S NEW PATENT 

Rapid Transit Yise* 



THIS CUT SHOWS SWIVEL BOTTOM VISE. 


No. 

130 3 H 
132 
I 3 S 
137 
150 
152 
i 55 
x 57 
160 
162 

167 

200 414 
205 “ 
210 454 
215 •< 

120 2% 
125 “ 


MACHINIST’S VISE, 
inch Jaws, Swivel Bottom without Swivel Jaw, 


inch Jaws, Swivel Bottom with Swivel Jaw, 
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Stationary “ with •< 

JEWELER’S OR AMATEUR VISE, 
inch Jaws, Swivel Bottom without Swivel Jaw 
“ “ “ with 
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